SECOND HALF NEGRO 1A) E St OF i ING AUGUST 8, 


1943, INCLUSIVE, AND ECT AND OFFICIAL STAND TO-DATE, 


SUNDAY, AUGUST 8 at YAN E STADIUM, NEW 
New York Cuban Stars 7 Phila. 


at GRIFFITH STADIUM, WASHINGTON, De 


st game) 
md game) 


Homestead Grays 9 Newark Eagles 5 (1 
6 (2 


Newark Eagles Homestead Grays 


